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PREFACE 



This list is intended to be as com- 
plete and comprehensive as possible 
and to serve as a useful, working 
bibliography. It aims to include all 
books on the subject printed in the 
English language and a few of the 
more important in French and Ger- 
man. The list was first submitted 
for graduation from the New York 
State Library School, Class of 1917. 

June, 1917. A. R. B. 



ABBREVIATIONS 

Abbreviations refer to the libraries from which the en- 
tries were obtained. Books marked * were personally ex- 
amined. 

The following abbreviations were used: 

B.P. Boston Public Library. 

C.U. Cornell University Library. 

D.P. Detroit Public Library. 

Pitts. Carnegie Library of Pittsburgh. 

U.P. University of Pennsylvania Library. 



LIST OF BOOKS ON AUTOMOBILES 
AND MOTORCYCLES 

Annuals. See Year-books. 
Axles. See Chassis. 

Bibliographies 

Detroit. Public library. Automobiles; selected list. [De- 
troit] 1913. 2op. 

Detroit. Public library. Automobiles; selected list. Detroit, 
1 91 6. 20p. 

Bodies 

Bates, A. Motor and carriage painting: a practical manual. 
N.Y. Spon, 1916. i64p. O 

Butler, H. J. Motor bodies and chassis, a text-book dealing 
with the complete car, for the use of owners, students, 
and others. Foreword by the Rt. Hon. the Lord Mon- 
tagu of Beaulieu, New York, D. Van Nostrand com- 
pany, 1 91 2. xxiv,328p. illus., diagrs. 

Terry, C. W., and Hall, Arthur. Motor body-building in all 
its branches. N.Y. Spon, 1915. 243p. illus. D.P. 

Vehicle trimming; a compilation of articles on the trim- 
ming of automobiles, motor trucks, carriages and wag- 
gons. Philadelphia, Pa., Ware bros. company [C1913]. 
68p. illus. $1.00. 

Business 

* Newmark, Jacob Harmon. Automobile business; a guide: 
helpful, inspirational, and suggestive. Detroit, Mich., 
Automobile publishing company [C1915]. 20ip. illus. 
$2.00. 

Pye, Robert Edwin, comp. Automobile telegraphic code; 
endorsed by the National association of automobile 
accessory jobbers for use in the trade. San Francisco, 
Code pub. 191 7. 856P. 

Catalogs 

American Darracq automobile company, New York. Illus- 
trated booklet showing some of the 1904 models of the 
celebrated Darracq motor cars. [Boston, Printed by 

the Griffith-Stillings press, 1904]. I2p. illus. 
Cover-title: The pleasure of touring in Darracq cars. 



8 PRACTICAL BIBLIOGRAPHIES 

Automobile board of trade. Handbook of gasoline automo- 
biles. [New York] Automobile board of trade, 1912- 
date. 

Canis index co., Chicago. The Canis co-operative catalog 
and index; a catalog reference book of parts and ac- 
cessories for the automobile, motor boat and motor 
cycle industries. Issued January and July. Chicago, The 
Canis index co., C190. 

Title varies: The Canis index and catalogue reference book ... 
The Canis co-operative catalog and index; a catalog reference 
book . . . 

Electric vehicle company, Hartford, Conn. Columbia gaso- 
lene cars. [New York and Pittsburgh, Chasmar-Win- 
chell press, 1905]. 3ip. illus. 

Jeffrey, Thomas B., and co. (The) Jeffrey quad. Kenosha, 
Wis. 1915. 44P. illus. C.U. 

Knox automobile company, Springfield, Mass. Waterless 
gasoline cars, designed, patented and built by Knox 
automobile company. [Norwood, Mass., The Plimpton 
press, 1904]. 32p. illus. 
Cover-title: The waterless Knox. 

Locomobile company of America. The locomobile book; a 
description of the latest models. Bridgeport, Conn., 
The Locomobile company of America, 1915. 3ip. illus. 

Mecredy, R. J. DeDion Bouton motor carriages; their 
mechanism and how to drive them; 6th. ed. Dublin, 
Motor news, 1910. 2v. in i. illus. 

* National automobile chamber of commerce, inc. Hand 
book of automobiles. [New York] National automobile 
chamber of commerce, inc. v. illus. 

National electrical supply company, Washington, D.C. 
Catalogue electrical supplies, automobile accessories, 
machinery supplies. Washington, D.C. iv. illus. 

Packard motor car company, Detroit, Mich. Packard motor 
trucks. Detroit, Mich., Packard motor car company 
[C1911]. 95P illus. 

Peerless motor car company, Cleveland, O. [Catalogue of] 
the Peerless motor car company, manufacturers of 
"Peerless" touring cars. Cleveland, O. [Press of Ward 
and Shaw, 1904]. 5-32p. illus. 

Cover-title: "Feerless." 

Riker electric vehicle company, Elizabeth, N. J. [Cata- 
logue] Elizabeth, N. J. [Kiker electric vehicle company, 
1900]. I4,i8p. plates. 

Sturtevant mill company, Boston. The Sturtevant leverless 
automatic motor car. Boston, Mass., Sturtevant mill 
company [1904]. i6p. plates. 
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Carburetion 

Bramley, F. Hall. Modern carburetters: a detailed descrip- 
tion of the principles and arrangement of modern car- 
buration appliances. N.Y. Spon, 1913. i92p. illus. 

Brewer, Robert Wellesley Antony. Carburation in theory 
and practice; including a criticism of carburettor de- 
velopment. A manual of reference for automobile en- 
gineers and owners. By Robert W. A. Brewer. New 
York, D. Appleton and co., 1913. viii,2S3p. illus. 

* Browne, Arthur Benjamin. Handbook of carburetion. 
N.Y. Wiley, 1916. 137P. illus. 

Leechman, Doublas i. e. George Douglas. Carburetters and 

carburation: a study of the different types. By Douglas 

Leechman. Ed. by Lord Montagu. London, The Car 

illustrated, ltd. [pref. 1909]. viii,i68p. illus., diagrs. 
"First published in The Car." 

Page, Victor Wilfred. Location of carburetion troubles 
made easy. N.Y. Henley, 1915. 

Stevens, E. W. A treatise on carburation and the two cycle 
engine, by E. W. Stevens, M.E. [East New Market? 
Md.] C1907. I7p. pi. 

Chassis 

Perfection spring company, Cleveland. Your new car. 
Cleveland, O., The Perfection spring company [C1913]. 
82p. illus. 

S. K. F. ball bearing co. Ball bearings as an automobile 
sales factor. Hartford, 1916. 

Sheldon axle co. Leaf springs; their characteristics and 
methods of specification: a handbook of useful infor- 
mation relating to automobile leaf springs, their manu- 
facture, methods of specification, details and character- 
istics, together with a glossary of terms used in the 
art; ed. by David Landau. 1912. 

Chauifeur. See Driving and repair. 

Constructian. See Design and construction. 

Cylinders. See Motors. 

Design and Construction 

Akimoff, N. W. Remarks on dynamics of the automobile. 
N.Y. Soc. automobile engineers, 1917. 9p. illus. 

Automobiltechnische bibliothek. Berlin, Krayn, 1907. Illus. 

C.U. 

Automobiltechnisches handbuch; (Automobiltechnischer 
kalendar) ; herausgegeben im auftrage der automobil- 
technischen gesellschaft E.V. und der flugtechnischen 
gesellschaft durch der schriftftihrer der gesellschaft 
Ernst Valentin. Berlin, Krayn, 1909. 788p. illus. 
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Beaumont, William Worby. Motor vehicles and motors, 
their design, construction and working by steam, oil 
and electricity; by W. Worby Beaumont. 2d ed. rev. 
Westminster, A. Constable & company, ltd.; Philadel- 
phia, J. B. Lippincott company, 1902. xvi,636p. illus. 

Bobeth, Erich. Die leistungsverluste und die abfederung 
von kraftfahrzeugen, von dr.-ing. Erich Bobeth. Mit 
146 abbildungen. Berlin, M. Krayn, 1913. 234p. illus. 

[Bowen, Walter Moore] How to build a motor-bob. Buf- 
falo, N. Y., Motor-bob mfg. co., C1911. I2p. illus. $0.25. 

Bramwell, Clarence C. The construction of a gasoline 
motor vehicle, by C. C. Bramwell. New York, E. Gross- 
man & bro. [1901]. I49p. diagrs. 

Bubier, E[dward] T [revert]. How to build automobiles, 

illustrated; embracing the construction of both steam 

and electric automobiles', with working drawings, with 

descriptions of some modern vehicles. Comp. by E. T. 

Bubier. Lynn, Mass., Bubier publishing co., 1904. 49p 

illus. 

"The greater part of this book was originally published in Bubier's 
popular electrician." — ^Preface. 

Vaporizing of paraffin for high-speed motors (electric 

ignition type) Lond. Griffin, 1917. I27p. 

Clark, Alexander Graham. Text book on motor car engin- 
eering. N.Y. Van Nostrand, 1917. 389P. illus. 2v. v.2 
Design. 

Dissected model of a motor car. Lond. G. Philip, 1907. 
Folded. 

Dyke, Andrew Lee. Dyke's manikin of the automobile, 
showing how the automobile parts are assembled into 
a complete car, with all parts named. St. Louis, Mo., 
A. L. Dyke, C1911. i6p. illus. 

Dyke's progressive chart manikin of the automobile, 

showing how the automobile parts are assembled into 
a complete car, with all parts named, St. Louis, Mo., 
A. L. Dyke, C1915. i6p. illus. 

Engineering standards committee, London. Report on 
British standard threads, nuts and bolt heads for use 
in automobile construction. Leslie S. Robertson, sec- 
retary. London, Pub. for the Committee by C. Lock- 
wood & son, 191 1. 10 numb, i incl. tables, diagrs. 
([Report] no. 54) 

Fishleigh, Walter Turner, and Lay, W. E. Heat-balance 
tests of automobile engines. N.Y. Soc. automobile en- 
gineers, 1917. Illus. 

Flanders, Ralph Edward. Construction and manufacture 
of automobiles. New York city, The Industrial press, 
C1910. 47p. illus. (Machinery's reference series no. 60). 
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Construction and manufacture of automobiles, by 

Ralph E. Flanders. 2d ed. New York city, The Indus- 
trial press, C1912. 47p. illus. (Machinery's reference se- 
ries no. 60). $6.25. 

Gill, J. F. How to build a petrol motor. Lond. Dearborn, 
1904. 

Gunn, James. The practical design of motor cars, by James 
Gunn. London, E. Arnold, 1910. 2s6p. 

Haenig, A. Der konstruktionsstahl und seine mikrostruktur 
unter besonderer berucksichtigung des modernen au- 
tomobilstUhls, mit einem anhang: Mikrographische 
untersuchungen tiber die gefiigebestandteile von agbes- 
chrecktem stahl, von A. Haenig mit 360 abbildungen. 
Berlin, M. Krayn, 1910. xii,334,[so]p. incl. illus. (Added 
t-p.: Automobiltechnische bibliothek. [bd. v]) M.is. 

Hasluck, Paul Nooncree, ed. Motor bicycle building, with 

numerous engravings and diagrams. London, Paris, 

New York & Melbourne, Cassell and company, limited, 

1906. [7]-i6op. illus. [Handicraft series]. 

"Contains ... a number of articles contributed by a cycle and 
motor maker and expert, Mr. W. Travers, to Work . . . The chap- 
ter on ignition coils is from the pen of Mr. G. £. Bonney." — Pref. 

Heldt, Peter Martin. The gasoline automobile; its design 
and construction. New York, The Horseless age co., 
191 1- $4.00. 

"Originally published serially in the Horseless age." — Pref. 
plates, ▼. X, in pocket on back of cover. 

The gasoline automobile; its design and construction. 

2d ed., rev. New York, The Horseless age co., 1912-. 

"Originally published serially in the Horseless age." — Pref. Fold 
plates, Y. X, in pocket on bacK of cover. 

-The gasoline automobile; its design and construction. 



3d ed., rev. New York, The Horseless age co., 191 5. 

The gasoline automobile; its design and construction; 

4th ed. Nyack, N.Y. P. M. Heldt, 1916. 2v. in i, 6o4p. 
illus. 

How to build a cyclecar: a handbook for amateur con- 
structors. Lond. Temple press, 1913. io8p. 

Hymans, Frederick. Dynamic balancing of rotating parts. 
N.Y. Soc. automobile engineers, 191 7. Illus. 

Leechman, Douglas i. e. George Douglas. Making of a 
motor car. N.Y. Spon, 1908. 94p. illus. 

Loewe, A. C. von. Konstruktionsberechnungen von kraft- 
fahrzeugen and die organisation de konstruktions- 
buros. Berlin, 1915. 264P. illus. C.U. 

Lutz, R. Das fahrgestell von gaskraftwagen. Berlin, M. 
Krayn, ipii-. v. illus. 
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Machines, tools and methods of automobile manufacture. 
New York city, The Industrial press, C1910. 47p. illus. 
(Machinery's reference series no. 59). 

CoNTBNTS. — Organization and equipment of an automobile fac- 
tory, by C. B. Owen. — Machines and tools for automobile manu- 
facture, by C. B. Owen. — System for the rapid assembly of motor 
cars, by H. W. Slauson. — Treatment of gears for automobiles, by 
H. W. Slauson. 

Maridj Georges. Formule relative a une condition de sta- 
bilite des automobiles et sp6cialement des autobus; 
oscillations diverses. Paris, 1907. 42p. illus. C.U. 

Milandre, Charles. Traite de la construction, de la con^ 
duite et de Tentretien des voitures automobiles; public 
sous la direction de Ch. Vigreux. Paris, 189S-9. 4v. in i 
illus. C.U. 

Milbrath, A. F. Some essential features of high speed 
engines. N.Y. Soc. automobile engineers, 1917. 8p. 

Miiller, Wilhelm Adolph Theodor. Der automobil-zug. 
Eine studie tiber die allgemeinen grundlagen der auto- 
mobilzug-systeme, durchgefuhrt an dem beispiel des 
train-Renard. Mit 34 abbildun^en im text u. auf tafeln. 
Berlin, W., M. Krayn, 1907. viii,i04. incl. illus. 

"Erweiterter sonderabdruck einer artikel-series aus der zeitschrlft 
*Der motorwagen.' " 

Riedler, Alois. Wissenschaftliche automobilwertung be- 
richte 1-5 des laboratorium fiir kraftfahrzeuge an der 
konigliche technischen hochschule zu Berlin. Berlin, 
R. Oldenbourg, 191 1. 5pts. in iv. illus. 

Strickland, F. A manual of petrol motors and motor cars. 
Comprising the designing, construction, and working 
of petrol motors. With ^29 illustrations. London, C 
Griffin and company, limited, 1907. viii,376p. illus. 

Thompson, Harry Freeman. Relative fields of horse, elec- 
tric, and gasoline trucks; final report of the investiga- 
tion by the Electrical engineering department of the 
Massachusetts institute of technology. Bost. Electrical 
engineering dept. Mass. inst. of technology, 1916. 62p. 
illus. {Vehicle research bulletin, no. 4). 

Valentin, Ernst. Fabrikation von motoren und automo- 
bilen. Berlin, Schmidt, 191 5. 328p. illus. O (Handbiicher 
fiir motoren-und fahrzeugbau, bd. 2). D.P. 

Dictionaries and Encsrclopedias 

* The American cyclopedia of the automobile; or, Motor 
cars and motoring self-taught; a work of reference 
and self instruction by Thomas H. Russell and Charles 
P. Root, assisted by a corps of experts. New York, 
Chicago, Thompson & Thomas [C1909]. 6v. fronts. 
V. I, 3-6) illus. 
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American school of correspondence, Chicago. Cyclopedia 
of automobile engineering; a general reference work, 
prepared by a staff of automobile experts, consulting 
engineers and designers of the highest professional 
standing; illustrated with over two thousand engrav- 
ings. Chicago, American school of correspondence, 

1900. 4y. illus. 

"Authorities consulted" at beginning of each Tolume. 

C0NTSNT8. — r. I. Gas engines; gas producers; thermodynamics; 
mechanism. — ^v. 2. Electricity; motors; storage batteries. — v. 3*. Au- 
tomobile construction^ operation, repairs. — ^v. 4. Steam engines; 
▼alve gears; boilers; index. 

I. Automobiles. 

Cyclopedia of automobile engineering; a general ref- 
erence work, prepared by a staff of automobile ex- 
perts, consulting engineers, and designers of the 
highest professional standing; illustrated with over 
two thousand engravings. Chicago, American school of 
correspondence, 1910. 4v. illus. $3.00. 

"Authorities consulted" at beginning of each volume. 

Contents. — v. i. Gasoline automobiles; mechanisms; glossary. — y, 
2. Steam automobiles; motor trucks; types of cars. — ^v. ^. Electric 
automobiles; automobile driving. — v. 4. Airships; motorcycles; motor 
boats. 

I. Automobiles. 2. Aeronautics. 

Cyclopedia of automobile engineering; a general ref- 

ference work, prepared by a staff of automobile ex- 
perts, consulting engineers, and designers of the 
highest professional standing; illustrated with over 
one thousand engravings. Chicago, American school of 
correspondence, 1912, 4v. illus. $12.00. 

Cyclopedia of automobile engineering; a general ref- 



erence work, prepared by a staff of automobile ex- 
perts, consulting engineers, and designers of the 
highest professional standing; illustrated with over fif- 
teen hundred engravings, rev. ed., Chic. American 
technical society, 191 5. sv. illus. 

Braun, Charles. Car encyclopedia of component parts, mo- 
toring definitions and terms. Lond. Car illustrated, 1908. 
66p. 

Braunbeck, Gustav, ed. Braunbeck's sport-lexikon; auto- 
mobilismus, motorbootwesen, luftschiffahrt, heraus- 
geber Gustav Braunbeck. [Berlin] G. Braunbeck 
[C1910]. [i739]p. incl. illus. 

Brookes, Leonard Elliott, and Stephenson, J. H. Cyclo- 
pedia of automobiles, gas and oil engines and farm 
tractors; with chapters on electric light and water 
supply systems for farm houses. Chic. Sears, Roe- 
buck, 1916. Illus. 

Clough, Albert L. A dictionary of automobile terms, by 
Albert L. Clough, New York, The Horseless age com- 
pany, 1913. [5]-357p. illus. $2.00. 
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Dyke, Andrew Lee. Dyke's automobile encyclopedia [1911] 
in 29 parts, including a dictionary treating on construc- 
tion, operation, repairing of automobiles and gasoline 
engines, by A. L. Dyke. St. Louis, A. L. Dyke [C1910]. 
[5]-407P. illus. $3.00. 

Dyke's automobile encyclopedia. 2d ed., rev. and enl. 

in 40 parts, including a dictionary, index and 175 
charts treating on construction, operation, repairing 
of automobiles and gasoline engines, by A. L. Dyke, 
St. Louis, A. L. Dyke [C1912J [5] -500. illus. $3.00. 

Dyke's automobile encyclopedia. 3d ed. rev. and enl. 

In 40 parts, containing 239 charts, with a dictionary 
and index treating on construction, operation, repair- 
ing of automobiles and gasoline engines, by A. L. 
Dyke. St. Louis, A. L. Dyke [1913]. 557p. illus. $3.00. 

Dyke's automobile and gasoline engines encyclopedia. 

4th ed., rev. and enl. Containing 319 charts with a dic- 
tionary and index treating on the construction, opera- 
tion and repairing of automobiles and gasoline engines, 
by A. L. Dyke, St. Louis, A. L. Dyke, CI915. 640,32,20p. 
illus. $3.00. 

Dyke's automobile and gasoline engine encyclopedia; 

5th ed. rev. and enl. containing 366 charts; with a dic- 
tionary and index; treating on the construction, opera- 
tion and repiaring of automobiles and gasoline engines. 
St. Louis, A. L. Dyke, 1916. 7i7p. illus. 

Dyke's automobile and gasoline engine encyclopedia; 

6th ed. St. Louis, A. L. Dyke, 191 7. 824p. illus. 
Izart, J. Dictionnaire et vocabulaire de I'automobile, fran- 
gais, allemand, anglais, italien, suivi d'un manuel pra- 
tique de tourisme international, par J. Izart. Paris, 
H. Dunod et E. Pinat, 1907. vii,338p. illus. (Bibliotheque 
du chauffeur). 
Krausz, Sigmund. Krausz's practical automobile diction- 
ary; English-French-German, French-English-German, 
German-French-English, by Sigmund Krausz, with an 
introduction by Charles J. Glidden. Twelve thousand 
technical terms and other words employed in connec- 
tion with motor cars and motoring. New York, F. A. 
Stokes company [1906]. xii,i29p. 

Lucas, Frederick. English-French and French-English 
dictionary of the motor car, cycle and boat. N.Y. 
Spon, 1905. 171P. C.U. 

Mecredy, R. J., ed. The encyclopedia of motoring, contain- 
ing full definitions of every term used in motoring, 
with special articles on roadside troubles, electric 
ignition, and similar important subjects, ed. by R. J. 
Mecredy. Dublin [etc.] Mecredy, Percy & co., limited 
[1906?] 2,57op. illus. 
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Motorfahrzeuge (automobile, motorboote, motorluftschiffe, 
flugmaschinen). bearb. von dipl.-ing. Rudolf Urtel. mit 
etwa 1800 abbildungen und zahlreichen formeln. Mtin- 
chen und Berlin, R. Oldenbourg; [etc., etc.] 1910. xvi, 
996p. illus. 

Olavarria y Martinez, Cesareo. Diccionairo tenico-au- 
tomovilista y de aeroniutica: L Deutsch-spanisch-fran- 
zosisch; II. Francais-allemand-espagnol; III. Espafiol- 
franco s-aleman, por Cesireo Olavarria y Martinez. 
Avila, Tip. de sucesores de A. Jimenez, 191 2. 354p. 

Schmidt, R. Dictionary autotechnic; compiled in four 
languages: English, German, French, Italian. Lond. 
Nutt, 1907. 3v. 

Weintz, Henry J. Motorists's interpreter: vocabulary of 
terms relatmg to motors and motoring in three lan- 
guages: English, French, German. Lond. Hirschfield, 
1906. 63p. 

Directories and Registers 

Association of licensed automobile manufacturers. Hand- 
book of gasoline automobiles, for the information of 
the public who are interested in their manufacture and 
use. New York, Association of licensed automobile 
manufacturers [1904]- illus. 

Auto list publishing company, Boston. Complete list of all 

automobiles; also motor cycles registered in New 

England, containing license numbers, names of owners, 

horse power, make of cars and factory numbers; also 

corrected auto trade list of New England. Boston, Auto 

list publishing co., 19. 
On cover: New England auto list. Year book. 

Autocars of 191 1: an alphabetically arranged table of cars 
on the British market for 191 1. Lond. Iliffe, 191 1. 

Autocars of 1912: an alphabetically arranged table of cars 
on the British market for 1912. Lond. Iliffe, 1912. 

Autocars of 1913: an alphabetically arranged table of cars 
on the British market for 1913. Lond. Iliffe, 1913. 

The automobile blue book, contains a directory of all 

the automobiles owned in Kansas City. Kansas City, 

Mo., B. R. Clarke [and] J. O. Westervelt, 1007- 

Corrected and pub. quarterly by B. R. Clarke and J. O. Wes- 
tervelt. 

Automobile owners licensed in the state of New York. 
New York, United States addressing & printing co. 

[C1907-]. 
Lettered: The automobile blue book. State of New York. 1907. 
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The Automobile trade directory; a classified list, issued 
quarterly, containing the names and addresses of all 
American manufacturers of automobiles, commercial 
^ vehicles, motor boats, motor cycles and all makers of 
component parts, accessories, machinery tools and shop 
equipment. New York, The Class journal company, 19. 

The automobile trade directory of Ford specialties; a clas- 
sified trade directory of the manufacturers of acces- 
sories and parts, designed especially for the Ford car. 
New York, The Automobile trade directory. 

The Automobile trade directory's mailing list. New York, 
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tion system faults. N.Y. Henley, 1915. 24x38 in. 

Lubrication of the motor car chassis: instructions for 

systematic oiling of all important parts of the auto- 
mobile mechanism. N.Y. Henley, 1915. 

Magazines. See Periodicals. 

Manuals. See Handbooks, manuals, etc. 

Military use 

Armored motor car co. Detroit. Armored motor car co. 
Detroit, U.S.A., builders of war types of motor bodies. 
Phila. 191 6. 38pl. 

Brush, H. W. Italy's war automobiles. (In Monthly con- 
sular report. Dec. 1904. no.291, p.104,105). 

[Haferkorn, Henry Ernest] tr. The Ehrhardt armored au- 
tomobile. (Tr. by Henry E. Haferkorn). 

(7n Professional memoirs, Engineer bureau. United States army. 
Waishington, 1909. v. i, p. 406-408 incl. illus.) 

Haynes, Thornwell. Railway and war automobiles in Eu- 
rope. (In Consular report, Apr. 1902. v.68, no.259, p. 

533,534). 
Layriz, Otfried. Mechanical traction in war for road trans- 
port; with notes on automobiles generally; tr. by R. B. 
Marston. Phil. Lippincott, 1900. I02p. illus. Pitts. 
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U. S. Ordnance dept Description of the ordnance depart- 
ment type Ford truck, with list of tools and acces- 
sories. Wash. D.C. Govt. pr. off. 191 7. 22p. 

! U. S. War college division. Motor transport in campaign; 

I prepared by the War college division, General staff 

corps, as a supplement to the Statement of a proper 
I military policy for the United States. Wash. Govt. pr. 

i off, 1914. D.P. 

U. S. War dept Motor transport in campaign. 1916. I7p. 
(War dept. doc. 519). 

[Wheeler, Earl]. Searchlight truck and field artillery pro- 
jector unit. (Memorandum report). 

(/n Professional memoirs. Engineer bureau, United States army. 
Washington, 1909. v. i, p. 327.) 

Wyatt, Horace Matthew. Motor transports in war. N.Y. 
Doran, 191 5- iQ^p. illus. (Pocket books). D.P. 

Motors 

American school of correspondence, Chicago. Explosion 

motors. Instruction paper prepared by Edmond M. 

Simon. Chicago, 111., American school of correspond- 

I ence [^ci9i2]. 65p. illus. 

Contains examination papers. 

Armstrong, John. (The) motor: an interesting practical 
work of original information and reference for owners 
and makers of motor cars. Lond. Paul, 1912. 374p. illus. 

B.P. 

Ballou, Eugene. Facts about the "Silent Knight" motor, 
by Eugene Ballou. [Toledo, O., The Toledo legal news 
CO., C1913]. I90p. illus. $1.00 

Berriman, Algernon E. Petrol engine, the magneto and 
the carburettor; notes on air resistance; 2d ed. Lond. 
Methuen, 1916. 

Brown, C. W. Petrol engine: troubles and remedies; ed. 
by Lord Montagu. N.Y. Spon, 1908. I03p. illus. 

Burrell, George Arthur. Gasoline and how to use it. Bost. 
1916. 281P. 

Dyke, Andrew Lee. Dyke's course of automobile engineer- 
ing, comprising 35 instructions with 150 charts. 3d ed. 
— rev. and enl. A complete course on the automobile 
and gasoline engine which covers construction, opera- 
tion and repairing. [St. Louis, Mo., A. L. Dyke]. C1911. 
illus. 

Dyke's course of automobile engineering. 4th ed., 

rev. and enl. A complete course on the automobile 
and gasoline engine, which covers construction, opera- 
tion and repairing. [St. Louis, Mo., The General 
printing co.] C1913. illus. 
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Dyke, Andrew Lee. Dyke's course of automobile engi- 
neering. 5th ed., rev. and enl. By A. L. Dyke. A com- 
plete course on the automobile and gasoline engine 
which covers construction, operation and repairing, 
with examination questions. [St. Louis, General print- 
ing CO.] C1915. 4v. illus. 

Dyke's motor manual; a simplified, practical treatise 

on motorcycles, marine engines and motor boats. Sta- 
tionary gasoline, kerosene oil engines, aero and steam. 
A digest of engine troubles. Overhauling and repair- 
ing. A submarine is also described, ist ed. St. Louis, 
A. L. Dyke, C1915. 221 p. illus. 

Dyke's motor manual; motorcycles, marine, and sta- 
tionary engines simplified. St. Louis, A. L. Dyke, 1917. 
^24p. illus. 

Faurote, Fay Leone. A boy's text book on gas engines; 
a book for boys describing and explaining in simple 
language the automobile gas engine. By Fay Leone 
Faurote. Lansing, Mich., The author [C1908]. 48p. illus. 

Hiscox, Gardner Dexter. Gas, gasoline, and oil vapor 
engines; illustrating their design, construction, and 
operation for stationary, marine, and vehicle motive 
power. N.Y. Henley, 1897. 279P. illus. 

Gas, gasoline, and oil vapor engines; illustrating their 

design, construction, and operation for stationary, ma- 
rine, and vehicle motive power; 2d ed. rev. and enl. 
N.Y. Henley, 1898. 365P. illus. 

Gas, gasoline, and oil vapor engines; illustrating their 

design, construction, and operation for stationary, ma- 
rine, and vehicle motive power; 3d ed. rev. and enl. 
N.Y. Henley, 1900. 365P. illus. 

Gas, gasoline, and oil vapor engines; illustrating their 

design, construction, and operation for stationary, ma- 
rine, and vehicle motive power; an up-to-date book on 
the subject of explosive motor power. loth ed. reset, 
rev. and enl. N.Y. Henley, 1902. 411 p. illus. 

Gas, gasoline, and oil vapor engines; illustrating their 

design, construction, and operation for stationary, ma- 
rine, and vehicle motive power; an up-to-date book on 
the subject of explosive motor power; reset, rev. and 
enl. i2th ed. N.Y. Henley, 1904. 405p. illus. 

Gas, gasoline, and oil vapor engines; illustrating their 

design, construction, and operation for stationary, ma- 
rine, and vehicle motive power; an up-to-date book on 
the subject of explosive motor power; including a list 
of United States patents issued on the gas-engine in- 
dustry to the present time. 15th ed. N.Y. Henley, 1906. 
442p. illus. 



AUTOMOBILES AND MOTORCYCLES 6i 

-Gas, gasoline, and oil vapor engines; illustrating their 
design, construction, and operation for stationary, ma- 
rine, and vehicle motive power; an up-to-date book on 
the subject of explosive motor power; including a list 
of United States patents issued on the gas-engine in- 
dustry to the present time. i6th ed. N.Y. Henley, 1907. 
442p. illus. 

-Gas, gasoline, and oil vapor engines; illustrating their 



design, construction, and operation for stationary, ma- 
I rine, and vehicle motive power; an up-to-date book on 

' the subject of explosive motor power; including a list 

of United States patents issued on the gas-engine in- 
dustry to the present time. i8th ed. rev. and enl. N.Y. 
Henley, 1910. 476p. illus. 

Gas, gasoline, and oil vapor engines; illustrating their 

design, construction, and operation for stationary, ma- 
rine, and vehicle motive power; an up-to-date book on 
the subject of explosive motor power; including a list 
of United States patents issued on the gas-engine in- 
dustry to the present time. 20th ed. rev. and enl. N.Y. 
Henley, 191 1. 476p. illus. 

— Gas, gasoline and oil engines; rev. enl. and brought 
up-to-date by V. W. Pag6; 21st ed. N.W. Henley, 
191 6. 640P. illus. 

International correspondence schools. Automobile and 
marine engines. Scranton, 1907. 58p. illus. (Interna- 
tional library of technology, v.93, no. 12). B.P. 

Carbureters, electric ignition devices, automobile and 

marine engine auxiliaries, power gas producers, man- 
agement of automobile engines, marine gas engines, 
stationary gas engines, troubles and remedies, power 
determinations. Scranton. International textbook co. 
1907. 473p. illus. (International library of technology. 

V.94). 
Kean, Francis John. Petrol engine: a textbook dealing 
with the principles of design and construction, with a 
special chapter on the two stroke engine. N.Y. Spon, 
1915. I24p. illus. D.P. 

Kershaw, James W. Elementary internal combustion en- 
gines, by J. W. Kershaw. London, New York [etc.] 
Longmans, Green, and co., 1912. I74p. illus. 

Knap, G. Les secrets de fabrication des moteurs a essence 
pour motorcycles et automobiles. Troyes, 1899. 334p. 

Mantell, L. Manual of motor mechanics and high speed 
efficiency tuning; with special section on tuning car- 
buretters. Lond. Temple press, 1916. I78p. 

Manual of motor mechanics and high efficiency tuning; 

2d ed. Lond. Temple press, 1917. i7ip. 
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Martinot-Lagarde, Pierre Leonard Camille. Le moteur a 
explosion. Paris, Nancy, Berger-Levrault, 1912. vii,297p. 
illus. 

Moffly, J. W. and Sellers, Coleman. Fuel consumption 

and characteristic curves of a two-cylinder-four-cycle- 

six-horse-power Excelsior motor cycle engine. Univ. of 

Penn. B.S. in M.E. thesis, 1915. I7p. illus. U.P. 

Tjrpewritten manuscript. 

Page, Victor Wilfred. Location of Ford engine troubles 
made easy. N.Y. Henley, 1916. 25x38 in. 

Location of gasoline engine troubles made easy. N.Y. 

Henley, 1912. 25x38in. 

-Location of gasoline engine troubles made easy. N.Y. 



Henley, 1915. 25x38 in. 

Pfitzner, Willy. Der automobilmotor und seine konstruk- 
tion. hrsg. und bearb. von R. Urtel. mit 84 text-figuren. 
Berlin, W., M. Krayn, 1907. I79p. (Added t.-p.: Auto- 
mobiletchnische bibliothek bd. i). 

Rathbun, John B. Gas engine troubles and installation: a 
book that shows you how to install, how to operate, 
how to make immediate repairs and how to keep a gas 
engine running. Chic. C. C. Thompson co. 191 1. 444p. 
illus. 

Gas engine troubles and installation: a book that 

shows you how to install, how to operate, how to make 
immediate repairs and how to keep a gas engine run- 
ning. Chic. C. C. Thompson co. 1916. 44op. illus. 

Russell, Thomas Herbert. Automobile motors and mechan- 
ism. A practical illustrated treatise on the power plant 
and motive parts of the modern motor car, for owners, 
operators, repairmen, and intending motorists. By 
Thomas H. Russell. Chicago, The C. C. Thompson co. 
(not inc.) 1909. 254P. illus. $1.50. 

Automobile motors and mechanism; a practical illus- 



trated treatise on the power plant and motive parts of 
the modern motor car, for owners, operators, repair- 
men and intending motorists. By Thomas H. Russell. 
Chicago, The Charles C. Thompson co., 1912. 28op. illus. 
$1.00. 

— Motor truck and automobile motors and mechanism; 

a practical illustrated treatise on the power plant and 

motive parts of the modern motor vehicle, for owners, 

operators and repairmen; with numerous revisions and 

extensions by J. B. Rathbun. Chic. Thompson, 1917- 

240P. illus. 

Published in 1909 and 19 12 under title: AutomobUe motors and 
mechanism. 

Slauson, Harold Whiting. (The) gasoline motor. N.Y. 
Outing pub. CO. 1913. i63p. (Outing handbooks). D.P. 
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Stevenson, James Henry. Standard American gas and oil 
engine, automobile and farm engine guide; a complete 
encyclopedia of the construction and operation of gas 
and oil engines; questions and answers for examinations 
when applying for an engineer's license by Stevenson 
& Brookes. Special exclusive ed. Chicago, 111., Printed 
by Frederick J. Drake & co. expressly tor Sears, Roe- 
buck & company, 191 1. [ii26]p. illus. $6.00. 

-Standard American gas and oil engine, automobile and 



farm engine guide; a complete encyclopedia of the 
construction and operation of gas and oil engines; 
questions and answers for examination when apply- 
ing for an engineer's license by Stevenson & Brookes. 
Special exclusive ed. Chicago, 111., Printed by F. J. 
Drake & co. expressly for Sears, Roebuck & Com- 
pany, 1913 [1181JP. illus. $4.50. 

Verrill, Alpheus Hyatt. Gasoline engines; their operation, 
use and care: a comprehensive, simple and practical 
work treating of gasoline engines for stationary, ma- 
rine or vehicle use; containing also a complete table 
of motor troubles and remedies and a full glossary of 
technical terms used in connection with gasoline en- 
gines. N.Y. Henley, 1912. 275P. illus. 

Gasoline engines: their operation, use and care; a com- 
prehensive, simple and practical work treating of gaso- 
line engines for stationary, marine or vehicle use; con- 
taining also a complete table of motor trouble? and 
remedies and a full glossary of technical terms used 
in connection with gasoline engines. N.Y. Henley, 1916. 
275p. illus. 

Harper's gasoline engine book; how the engine is 

made, how to use it at home, in boats and vehicles, 
and elsewhere, and how to keep it in order. N.Y. Har- 
per, 1914. 292p. illus. D.P. 

Vogel, Wolfgang. Das motor-zweirad und seine behand- 
lung. Berlin, Schmidt, 1902. I54p. illus. 

White, T. Hyler. Petrol motors and motor cars, a hand- 
book for engineers, designers and draughtsmen; by 
T. Hyler White. With illustrations. London, New York 
[etc.] 1904. [i]-i87p. 

Petrol motors and motor cars: a handbook for engi- 
neers, designers, and draughtsmen; 2d ed. N.Y. Long- 
mans, 1905. i87p. illus. 

Witz, Aime Marie Joseph. Traite th^orique et pratique des 
moteurs d gaz et a petrole et des voitures automobiles; 
3e €d. revue et consid^rablement augmentee. Paris. 
Bernard, 1892-5. 2v. illus. C.U. 
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Witz, Aime Marie Joseph. Traite theorique et pratique 
des moteurs a gaz et a petrole et des voitures auto- 
mobiles; 4e ed. repondue et entierement remaniee. 
Paris, Bernard, 1903-4 2v. illus, C.U. 

Newspapers. See Periodicals. 

Oiling. See Lubrication. 

Ordinances. See Laws and regulations. 

Patents 

Allen, James T[itus] comp. Digest of United States auto- 
mobile patents from 1789 to July i, 1899, including all 
patents officially classed as traction-engines for the 
same period. Chronologically arranged, together with 
lists of patents in the classes of portable-engines, trac- 
tion-wheels, electric locomotives, and electric railway 
battery systems. Comp. by James T. Allen. By authority 
of the Honorable commissioner of patents. Washing- 
ton, D.C., H. B. Russell & company, 1900. viii,[9]- 
713P. illus. 

Digest of United States automobile patents from July, 

1899, to January, 1902. Supplement. Wash. American 
patent pub. co. 1903. C.U. 

Periodicals 

Note. — This is merely a selected list and contains only the better 
known and more widely used periodicals. 

American motorist. Official publication of the American 
automobile association, v.i- Apr. 1909- [Stamford, 
Conn, and New York, American automobile associa- 
tion publishing co., 1909- monthly. 

The Automobile. New York, E. L. Powers co.; [etc., etc.] 
1899- illus. Monthly, Sept. 1899-May 1902; weekly, June 
1902- 

Title varies: Sept. 1899-May. 1902, The Automobile, an illustrated 
monthly journal. 



June-Dec. 1902, The Automobile and motor review. 
1903- The Automobile. 

Title beginning July i, 19 17, v. 37» is Automobile and automotive 



)03- The Automobile. 

Ltle beg" 
industries. 

Automobile topics, v.i- Oct. 20, 1900- New York [E. E. 
Schwarzkopf, etc.] 1900- weekly. 

Horseless age. v.i- 1895- N.Y. Horseless age co. 1895- 
Weekly to July i, 1915. Bi-Weekly July i, 1915- 

Motor; the national monthly magazine of motoring, v.i- 
(Oct. 1903-) [New York, Star company]. 

The Motor age. Chicago [S. A. Miles; etc., etc.] weekly. 

The Cycle age was incorporated with the Motor age m January, 
1902. 

Motor print, a monthly magazine for the modern travelei 
by land, air and water, v.i- Mar. 1906- [Philadelphia^ 
The Motor print company] 1906- 
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Motordom. v.i- Jan. i, 1910- Lyons, N.Y., 1910; [Albany] 
191 1- Bi-weekly, Jan. i, I9i(>-Sept. 9, 191 1; monthly 
Oct. 1911- 

Officiu organ of the New York state automobile association. 
Title varies: Jan. i, 19 10- Apr. 23, 1910, Central New York 
motorist. 

May 7, 19 10- Apr. 1912, Empire state motorist. 
May 19 1 2- Motordom. 

Racing 

Fournier, Henri, Automobile races. (In Smithsonian in- 
stitution. Annual report. 1901. Washington, 1902. p.593 
609. VI pi.) 

Jarrott, Charles. Ten years of motors and motor racing 
Lond. Richards, 1906. 297p. illus. 

Registers. See Directories and registers. 

Regulations. See Laws and regulations. 

Repair. See Driving and repair. 

Rims. See Wheels, tires, etc. 

Road guides 

U. S. — General 

American autoombile association. Automobile road map 
and routes. Brentano. Contents: New York state 
southeastern, northern, central, western; Connecticut 
and Rhode Island; Massachusetts; Maine; New Hamp- 
shire. New Jersey state line to Chicago; New Jersey. 

Armstrong and Gans. Motor- way year book. Atlanta 

1916. 242P. illus. 
Cover-title: A. and G. Motor vehicle year book. 

♦ Automobile blue book pub. co. Official automobile blue 

book, 1917 ed. N.Y. 1017. lov. 

Contents: v. i, New York state and adjacent_ Canada; v. 2, 

N< 




V. „ 

v. 6, Southeastern states; v. 7, Metropolitan guide fNew York 
city and adjacent territory); v. 8, Pacific coast blue book (Cali- 
fornia, Oregon and Washington; v. A, New York city metropolitan 
blue book; v. C, Chicago metropolitan blue book. 

Automobile club of America. Tour book. N.Y. 19- Illus. 

Federal motor truck co. Blue book of traffic. N.Y. 1916. 
64P. 

Goodrich, B. F., co. Goodrich route book; ed. by Raymond 
Beck. Akron, O. 1913-14. 5v. 

Contents: v. i, Canadian tours; v. 2, New England tours; 
v. 3, New Jersey tours; v. 4, Ohio and Indiana tours; v. 5, Califor- 
nia tours. 

King, Sidney J. King's official route guide. Chic. S. J. 
King, 1910. 

-King's official route guide. Chic. S. J. King, 1912. 
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King, Sidney J. King's official route guide: a tour book 
of the principal automobile routes in the states of 
Wisconsin, Minnesota, Upper peninsula of Michigan, 
Illinois, Iowa, Ohio, Kentucky, Michigan, New York, 
and the province of Ontario, Canada. Chic. S. J. King, 
1913. illus. 

Lincoln highway association. Complete official road guide 
of the Lincoln highway. Detroit, 191 5. i6p. 

Mendenhairs road maps. Chic. Rand. 

Contents: Illinois, Indiana, Northwestern Indiana, Iowa, Ken* 
tucky, Michigan, Southeastern Michigan, Southwestern Michigan, 
Missouri, New York, Ohio, Pennsylvania, Wisconsin, Eastern Wis- 
consin. 

Michaels, H. Sargent. Principal automobile routes of the 
United States and Canada. Chic. Henneberry co. 1909. 

Packard motor car co. Lincoln highway: route, road con- 
ditions and directions. Detroit, 1913. 32p. illus. 

Rand, McNally & co. Auto special guide maps. Chic. 

Photo-auto guides. Chic. 

Photo-auto maps. Chic. 1909. 

Practical automobile routes of the United States and 

Canada. Chic. 

Taylor, William Henry Collier. Auto guide: a pocket di- 
gest, atlas and handbook showing where automobile 
trips are possible in each of the United States, Porto 
Rico and the Hawaiian islands, with road and other 
data of interest in the principal cities and towns of 
the Union, together with the 13th federal census of 
the same. Denver, Eastwood-Kirchner ptg. co. 226p. 
illus. 

Auto guide good roads postal card album, containing 

maps showing auto routes in the United States of 
America, Porto Rico and Hawaii. Chic. Auto guide pub. 
CO. 1912. 225p. illus. 

Touring information bureau of America. TIB automobile 
route book, coast-to-coast; national ed. Kansas city, 
19 1 6. 632P. illus. 

T I B automobile route book, coast-to-coast; state ed; 

4th ed. Kansas city, 191 6. 5 v. illus. 

N. Y. St Canada 

Automobile club of Buffalo. Tour Book. Buffalo, illus. 
Automobile club of Rochester. Route book. Rochester. 

Title varies. 

Western New York perpetual route book and official 

hotel and garage list. Rochester, 1910. 300p. 

Brooklyn daily eagle. Brooklyn daily eagle Lond Island 
automobile guide; a touring guide to all points on Longr 
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Island, with complete road directions, maps, and se- 
lected list of hotels, road houses and garages, comp. 
from special surveys. Brooklyn, 1909. 96p. illus. 

Empire tours; Onandaga trail, Iroquois trail, Adirondack 
trail, with running directions and detail maps of all 
these trails. Newburgh, N.Y. Empire tours associa- 
tion, 1915. I28p. illus. 

Goodrich, B. F., co. Lond Island route book. Akron, O. 
1912. 32p. illus. 

Lewis, Dai H. comp. Automobile route book; containing 
maps and routes for touring, conditions of roads, ho- 
tels, list of owners of motor cars of Buffalo and vicinity. 
New York state motor laws, Buffalo ordinances, Eu- 
ropean customs, Canadian customs. Buffalo, Automobile 
route book co. 1906. 

McAdam's road atlases, southern New England, including 
New York city, eastern New York state, Portland, Me., 
for motorists, motorcyclists, cyclists, jitneyists and 
tourists. Hartford, Conn. Atlas press, 1915. loip. illus. 

MacNair, Henry. Northern motorway; covering New York 
and portions of Pennsylvania and New Jersey. N.Y. 
MacNair, 1915. 64p. illus. 

Scenic motorway; a motor tour de luxe featuring New 

York to Montreal, P.Q., the Berkshires and Adiron- 
dacks, the Green and White mountains, the New Eng- 
land coast. N.Y. MacNair, 1914. Sop. illus. 

comp. Metropolitan automobile guide: a series of one- 

and two-day trips from New York to near-by shore, 
hill, and lake resorts. N.Y. Automobile blue book 
pub. CO. 1910. 448p. illus. 

New York state automobile association, Scarborough's 

official tour book. Indianapolis, Scarborough motor 

guide CO. I028p. 
Contents: New York, New Jersey, Canada and the East. 

Pierce-arrow motor car co. Few New York state routings 
for Pierce-arrow tourists. Buffalo, 1910. Sop. illus. 

Rand McNally & co. Automobile road map of the coun- 
try around New York with the good roads especially 
marked. Chic. 

Standard road-book of New York state; complete road- 
maps, showing quality of the roads, together with the 
principal routes. Bost. W. L. Chase. 1910. i68p. illus. 

New Eng. & Maritime provinces 

Automobile club of Vermont. Year book. Montpelier, 1912. 
Illus. 

Automobile maps of districts in New England and New 
York, Bost. Walker lithograph and pub. co. 
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Baker, Louis Harrington. Favorite motor ways of New- 
England, historical and descriptive. N.Y. H. MacNair, 
1915- 352p. illus. (MacNair's motorway ser.) 

Beck, Raymond, comp. Scenic New England tour book; 
covering only the recomemnded routes and tours in 
the New England States, the Adirondack and 
valley. Bost. Walker lithograph and pub. co. 2i2p. illus. 

Furniss, William E., comp. Automobile tourists* book of 
New England. Camb, Tourist pub. co. 1912. 40op. illus. 

Goodrich, B. F., co. New England tours. Akron, O. 1912. 
Illus. 

Hayward, Carey Stillman. Real tour to the Berkshires. 
Lenox, Mass. W. D. Curtis, 1913. 48p. illus. 

Maine automobile association. Maine automobile road 
book. Portland, Me. 1912. Illus. 

Motorists' manual: suggested tours through Long Island, 
New York, New Jersey, Pennsylvania, Connecticut, 
Massachusetts, Maine, Vermont and New Hampshire; 
together with motor vehicle laws of ten states and 
latest New York city speed regulations. Brooklyn, 
Brooklyn daily eagle, 1913. I04p. illus. (Eagle library). 

Red road book for all New England and eastern Ne^r 
York; 44 sectional plates, 64 city street maps, detailed 
topographical road maps of the White mountains, de- 
tailed topographical maps showing camps, trails, lakes 
and ponds in the fishing and hunting sections of Maine. 
Bost. Bullard co. 1914. ii2p. illus. 

Sargent, Porter Edward. Handbook of N.E. Bost. 1916. 
843P. illus. (Sargent's handbook ser.) 

Stidman, F. D. Pastime journeys for electric automobiles 
[in New England]. Bost. Electric motor car club, 1913. 
■ 25p. 

N. J., Pa., Del., Md., D. C. W. Va. 

Automobile club of Fayette county, Penn. Road book, with 
routes connecting Fayette county with Pittsburgh, 
Wheeling and Morgantown, W.Va. Winchester, Va., 
Hagerstown, Md., and Gettysburg. Pittsburgh, Shaw 
bros. 191 3. 240P. illus. 

Automobile club of Philadelphia. Route book. Phil. 1913. 
45op. illus. 

Automobile routes especially in Pennsylvania, New Jersey, Dela- 
ware and Maryland; also through routes into New York, New 
England and the South. 

Year book: routes and maps of Eastern Pennsylvania 

and adjoining states. Phil. 1909. Illus. 

Automobile club of Pittsburgh. Road book. Pittsburgh, 
1909. 204p. illus. 
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Western Pennsylvania road book with routes connect- 
ing Pittsburgh with Buffalo, Cleveland, Chicago, St. 
Louis, Philadelphia, Baltimore and the Shenandoah 
valley. Pittsburgh, 1912. 445p. illus. 

Automobile road book of New Jersey; containing tours 
extending into the adjoining states. New York, Penn- 
sylvania and Delaware. Phil. F. H. Taylor, 1901. gSp. 
illus. 

Automobile trips and sight-seeing guide. Phil. American 
taxicab co. 1913. pop. illus. 

Fisk, Howard S. Fisk road book; containing 75 maps 
and 300 automobile routes with correct mileage, Wash- 
ington, D.C. to adjacent states. Wash. Carnahan press, 
1914. 7op. illus. 

Hammond, C. S. & co. New auto map of suburban New 
Jersey; showing the main routes between all the New 
York ferries and points in New Jersey and New York, 
including Jersey city, Newark, the Oranges, Montclair, 
Paterson, Hackensack, Englewood, Elizabeth, Pomp- 
ton, Suffern, Tuxedo Park, etc. N.Y. 1915. 

Jenkins, Arthur H. Automobile and driving routes to Buck 
Hill Falls, Pennsylvania; with map of routes 191 5-16, 
Buck Hill Falls, Pa. A. H. Jenkins, 1915. 32p. illus. 

Newark Sunday Call. Motor highways of New Jersey; 
nth ed. Newark, 1916. 40p. 

Pennsylvania-Jersey automobile road guide and route list. 
Phil W. Nuneviller co. 1909. 

Rommel, John Christopher, ed. Road book of Pennsyl- 
vania, Delaware, New Jersey and New York City. 
Phila. American roadbook co. 1916. 244P. illus. 

Zimmerman, Irwin. Automobile trips and sightseeing 
guide. Phil. American taxicab co. 191 2. 84P. illus. 

Middle West 

American automobile association. Lakes-to-gulf tour; north 
and south middle west automobile route: Detroit-In- 
dianapolis - Louisville - Nashville - Memphis - Jackson- 
Vicksburg-Baton Rouge-New Orleans, route of annual 
A.A.A. national reliability tour. N.Y. 191 2. 88p. illus. 

Automobile guide book of Illinois. Chic. Auto guide pub. 

CO. Illus. 
Automobile guide; embracing the southwestern portion 

of Ohio. Middletown, O. Middletown automobile club. 

1908. Illus. 

Automobile road guide in and out of Chicago and vicin- 
ity. Chic. Atlas ptg. co. 191 1. Illus. 

Caspar's automobile road maps of Wisconsin. Milwaukee, 
Caspar, 1910. 
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Chicago to Milwaukee and runs thereabout. 1914. For sale 
by McClurg. 

Goodrich, B. F., co. Michigan and Chicago to Cleveland 
and reverse; route book. Akron, O. 1912. 48p. illus. 

Goodrich road sign: route book Cleveland to Erie, 

Erie to Buffalo. Akron, O. 1912. Illus. 

Goodrich route book of Pennsylvania west. Akron, O. 

1916. 64P. illus. 
^Trans Kansas route. Akron, O. 1912. i6p. illus. 



Huebinger, Melchoir. Huebinger*s map and guide for Des 
Moines, Ft. Dodge, Spirit Lake and Sioux Falls high- 
way; combining the Des Moines, Ft. Dodge and Spirit 
Lake highway and the Sioux Falls, Spirit Lake ofncial 
highway. Des Moines, la. Iowa pub. co. 1912. 95p: illus. 

Huebinger's pocket automobile guide for Iowa, cover- 
ing every road in the state; 2d ed. Des Moines, la. 
Iowa pub. CO. 1914. i6op. illus. 

Irwin, Samuel Pashley. Auto roads from Chicago to points 
in central Illinois and St. Louis; return routes de- 
scribed. Bloomington, 111. S. P. Irwin, 1910. I37p. illus. 

King, Sidney J., comp. Motor guide; Wisconsin and north- 
ern Illinois edition. Chic. Motor guide and league. 

Motor guide; Michigan edition. Chic. Motor guide and 

league. 1905. i52p. 

King's ofHcial route guide: a tour book containing the 
principal automobile routes in the states of Indiana 
and southern Michigan. Chic. S. J. King, 191 7. 688p. 
illus. (King's official route guides). 

Kuehl, George W. Automobile guide book of Illinois and 
middle west. Chic. Auto guide pub. co. 1910. 

-Automobile blue book of Wisconsin; 2d ed. Mil- 



waukee, Caspar, 1910. 270P. 

Motorists* handbook of Detroit. Detroit, Motorists* hand- 
book CO. 1914. Sop. illus. 

Rand, McNally & co. Auto map of Indiana; dissected 
and mounted on linen. Chic. 

Road guide; Chicago to Milwaukee and vicinity. Chic. 



Scarborough's road map and motor guide of Illinois. In- 
dianapolis, Scarborough co. 191 2. Illus. 

Scarborough's road map and motor guide of Indiana. In- 
dianapolis, Scarborough co. 191 1. i72p. illus. 

Scarborough's road map and motor guide of Iowa. Indian- 
apolis, Scarborough co. 1912. Illus. 

Scarborough's road map and motor guide of Michigan. 
Indianapolis, Scarborough. 1912. Illus, 
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Scarborough's road map and motor guide of Ohio. In- 
dianapolis, Scarborough co. 1912. Illus. 

Scarborough's road map and motor guide of Wisconsin. 
Indianapolis, Scarborough co. 1912. Illus. 

Sullivan, R. C. and Oglesby, W. D. Automobile guide; em- 
bracing southwestern portion of Ohio. Middletown, O. 
Middletown automobile club, 1908. 

Wisconsin motorist. Wisconsin motorist tour book. Mil- 
waukee, 1913. 384P. illus. 

Wisconsin state automobile association. Annual tour book; 
official book of the first annual reliability contest, 1910, 
for the Milwaukee sectional trophy. Milwaukee, M. C 
Moore, 1910. i86p. illus. 

Miss. River to Pacific Coast 

American automobile association. Overland trail, Chicago- 
Omaha - Cheyenne - Salt Lake city - Reno-Sacramento- 
Oakland-San Francisco; including a round trip from 
Cheyenne to Denver; with optional route, Omaha-Lin- 
coln-Denver. N.Y. 1914. ii2p. illus. 

Arizona good roads association. Road maps and tour book, 
1913. Los Angeles, Harry Locke, 1913. 20op. illus. 

Automobile blue book; Kansas City, Mo. St. Joseph, Mo., 
for those who motor. Kansas City, Berry co. 19? Illus. 

Automobile club of Kansas City, Mo. Motorists' g^ide. 
Kansas City, Berry co. 191 1. ii7p. illus. 

Dakota engineering co. Souvenir map and guide for tour- 
ists in the Black Hills of South Dakota. Mitchell 
S. D. Mitchell pub. co. 1913. I04p. illus. 

Denver. Chamber of commerce. Highways of Colorado; 
official guide and tour book. Denver, Clason map co. 
1912. I92p. illus. 

Gay, F. D. B. Logs, Salt Lake city to Yellowstone park 
and reverse, roads logged July, 1915; containing logs, 
park regrulsitions, description of cities and towns and 
list of leading hotels and garages; supplement log from 
Pike's Peak, Grand Canyon and Yellowstone log book. 
Salt Lake city, F. D. B. Gay, 1915. 2op. 

Huebinger, Melchoir. Huebinger's map and guide for 
Omaha-Denver transcontinental route; with supple- 
ment showing overland trail connecting the Omaha- 
Denver transcontinental route at Lincoln with the 
Waubonsie trail at Nebraska city. De^ Moines, la. 
Iowa pub. CO. 191 1. 190P. illus. 

Locke, Harry. Los Angeles, San Diego, Phoenix route 
map: the desert classic race course; a complete and 
accurate road map with detailed information required 
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by travelers. Los Angeles, Harry Locke, 1914. 299. 
illus. 

Locke, Harry, comp. Automobile local tours; Locke-Rine- 
hart road maps of west Texas and southern New 
Mexico. Dallas, Tex. Dallas automobile club, lOiS. 480. 
illus. 

Borderland route; a complete and accurate road map 

with detailed information required by auto travelers 
between El Paso-Phoenix, San Diego-Los Angeles. 
Dallas, Tex. Dallas automobile club, 191 5. 69p. illus. 

Texas automobile tours including the route to New 

Orleans. Dallas, Tex. Dallas automobile club, 1916. 64p. 
illus. 

Montana state automobile association. Official tour book. 
Anaconda, Mont. Standard pub. co. 1913. 2o8p. illus. 

Scarborough's road map and motor guide of Minnesota. 
Indianapolis, Scarborough co. 1912. Illus. 

Scarborough's road map and motor guide of Missouri. 
Indianapolis, Scarborough co. 1912. Illus. 

Stawell, Maud Margaret. Motor tours in the west coun- 
try. N.Y. Doran, 1910. 228p. illus. 

Transcontinental touring club of America. Route book; 
borderland route, Panama-Pacific trail. Chic. 1913. lOOp. 
illus. 

-Same; with Santa F6 trail. Chic. 1913. 20op. illus. 



Wyoming auto guide, giving the best transcontinental 
route; Yellowstone park route and local routes. Lara- 
mie, Wy. Lovejoy novelty works, 1912. 7ip. illus. 

Southeastern States 

American automobile association. Strip maps of the 

Seminole trail, north and south automobile route. N.Y. 

19 1 2. 800. 
New York city to St. Augustine, Fla. 

Brennecke, H. M. Annual automobile and resort guide, 
Tennessee, 1912. Nashville, H. M. Brennecke, 1912. 64p. 
illus. 

Goodrich, B. F., co. Southern route book; Als^bama, 
Florida, Georgia, North Carolina, South Carolina and 
Tennessee. Akron, O. 1913. 

MacNair, Henry. Dixie motorway; a tour of the South. 
N.Y. MacNair, 1915. 48p. illus. 

New York herald. National highway route book, New 
York city to Atlanta. N.Y. 1909. 6ip. illus. 

North Carolina good roads association. Road maps and 
tour book of western North Carolina. Raleigh, N.C. 
1916. i6op. illus. 
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Official automobile and motdrcycle directory, guide and 
hand book containing valuable information for motor- 
ists. Louisville, Ky. Houser pub. co. 1916. 2v. illus. 

Scarborough's road map and motor guide of Georgia- 
Florida. Indianapolis. Scarborough co. 1912. Illus. 

Scarboraugh's road map and motor guide of Tennessee. 
Indianapolis, Scarborough co. 1912. Illus. 

Straus, Eugene J., comp. Kentucky touring information 
book, 1910. Louisville, E. J. Straus, 1910. 45op. illus. 

Pacific Coast 

Automobile club of Seattle. Automobile club of Seattle 
tour book; a biennial compilation of maps and informa- 
tion covering the principal tours of Washington, Brit- 
ish Columbia lower mainland and Vancouver Island, as 
well as the Idaho border tours, east to Missoula, Mont., 
and south to Portland and The Dalles, Ore. Seattle, 
Pacific coast blue book pub. co. Illus. 

Automobile club of southern California. California's mis- 
sion tour. Los Angeles, 1915. 3op. illus. 

Automobile club of southern California. Tour book. Los 
Angeles, 1909. Illus. 

Automobile road book of western Washington. Seattle, 
Lowman and Hanford co. 1909. 

California state automobile association. Tour book; bien- 
nial magazine. San Francisco, Pacific coast blue book, 
pub. CO. 1912. 640P. illus. 

Fireman's fund insurance co. Automobile tour book of 
California; 2d ed. San Francisco, 1914. i8op. illus. 

Goodrich, B. F., co. Route book, southern California, Los 
Angeles to San Diego. Akron, O. 1912. Illus. 

Hancock, J. F., comp. Automobile and motorcycle road 
book, California. Oakland Calif. Hancock bros. 191 7. 

Motogram co. Pictorial mileage road book; every mile a 
picture. Richmond, Calif. 1915. 304p. illus. 

Murphy, Thomas Dowler. On sunset highways; a book of 
motor rambles in California. Bost. Page, 191 5. 376p. 
illus. 

Official automobile road book of western Washington. 
Seattle, Lowman and Hanford co. 1910. i72p. illus. 

Portland automobile club. Portland automobile club tour 
book: a careful compilation of maps and touring infor- 
mation covering the principal towns of Oregon from 
the California line on the south to Seattle, Wash, on 
the north. Portland, Ore. Pacific coast blue book pub. 
CO. 1913. 4o8p. 
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San Francisco motor club. San Francisco motor club tour 
book; covering the principal towns in California north 
of Los Angeles and extending to the Oregon line. San 
Francisco, 1909. 34op. illus. 

Foreign 

Bacon's new half-inch maps; cycling and motoring, Lon- 
don and West District, showing Danger Hills. Lond. 
Bacon, 1905. 

Bacon's up-to-date cyclists' and motorists' road book of 
England and Wales. Lond. Bacon, 1905. 

Bartholomew, John George. Contour motoring map of 
France, showing the best touring roads. N.Y. Bren- 
tano, 1912: 

Baxter, W., ed. British road book; new ser. Southeast 
England (including the Isle of Wight) Lond. Nelson,. 
191 2. 236p. 

British motor tourists* ABC. Lond. I. U. Gill, 1914. 

"Car" road book and guide: encyclopaedia of motoring;, 
comp. by W. Utley and others; rev. by J. S. Montagu. 
Lond. Car illustrated, 1905. 

"Car" road book and guide, 1906: an encyclopaedia of 
motoring. Lond. Car illustrated, 1906. s66p. 

"Car" road book and guide: an encyclopaedia of motoring; 
with large folding map of England, Scotland, and Ire- 
land; ed. by Lord Montagu. Lond. Car illustrated, 1907. 

"Car" road book and guide. Lond. Car illustrated, 19 14, 
Illus. 

"Car" route books, no. i, London to the Riviera; rev. and 
ed. by Lord Montagu. Lond. Car illustrated, 1906. 

Daily mail. London. Milestone motor map of England 
and Wales. Lond. G. Philip, 1914. Scale 8m. to i inch. 

Direct-route motor guide. Lond. Ashbourne pub. co. 1914 
156P. 

Freeston, Charles Lincoln. High-roads of the Alps: a mo- 
toring guide to 100 mountain passes; 2d ed. rev. and 
enl. N.Y. Scribner, 191 1. 388p. illus. 

Passes of the Pyrenees: a practical guide to the moun- 
tain roads of the Franco-Spanish frontier. N.Y. Scrib- 
ner, 1912. 196P. illus. 

Harper, Charles G. Auto car road book; East Angelia and 
East Midlands. Lond. Methuen, 1912. 546p. 

Auto car road book; England, South of the Thames. 

Lond. Methuen, 1910. 652p. 

Auto car road book; North and South Wales and West. 



Midlands. Lpnd. Methuen, 191 1. 788p. 
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Auto car road book; North of England and South of 

Scotland. Lond. Methuen, 1913. 888p. 

Hecht, Henry J. Motor routes of Germany^ through north- 
eastern France and Holland, to the Rhine, the Moselle, 
the Black forest, the Thuringian forest, the Taunes, 
and Bavaria. N.Y. Macmillan, 1914. 45^. illui;. (Motor 
routes ser.) 

southern section. N.Y. Macmillan, iQOf,. 334V' illus. 
Home, Gordon Cochrane. Motor routes of England; 

Motor routes of England; western section. N.Y. Mac- 
millan, 191 1. 337p. illus. 

Motor routes of France. N.Y. Macmillan, 1910. 444p. 

illus. 

How and where to tour by motor cycle and cycle-car. 
Lond. Temple press, 1913. 202p. illus. 

Hutchinson, Frances Kinsley. Motoring in the Balkans; 
along the highways of Dalmatia, Montenegro, the 
Herzegovina and Bosnia. Lond. Hodder, 1910. 342p. 
illus. 

Motor road map of Ireland. Lond. Bacon, 1913. 22x15 in. 
Scale Sm. to i inch. 

Motor routes through England and Wales and the South 
of Scotland. Lond. Simpkin, 1914. (Darlington's hand- 
books). 

Motor trips from London and Paris at a glance. Lond. 
Middleton, 1910. 

Philip's contoured motoring map of the British Isles; 
sheets. Lond. G. Philip, 1910. 

Pratt's road atlas of England and Wales. Lond. Anglo- 
American oil CO. 191 1. 

Royal automobile club. Official motoring map of Central 
Europe and Algeria. Lond. G. Philip, 1912. Scale 24m. 
to I inch. 

Official motoring map of recommended routes, into, 

out of round and across London. Lond. G. Philip, 1912. 

Royal automobile official route map of inner London. 
Lond. G. Philip, 1913. 

Spencer, Charles. Cyclists' and automobilists' road book; 
new ed. Lond. Larby, 1912. 

Stawell, Maud Margaret. Motor tours in Wales and the 
border countries. Bost. Page, 1909. 28op. illus. 

-Motor tours in Yorkshire. N.Y. Doran, 1910. 23op. 



illus. 

Steven's motor routes; France 1908. Lond. Ballentyne, 
1908. 
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Watney, Charles. "The car" continental guide; the motor- 
ist abroad; ed. by Lord Montagu. Lond. Car illustrated, 
1907. 398p. 

Motor tours abroad in winter and spring. Lond. Car 

illustrated, 1908. ii2p. 

Webber, George D. Best motor routes through Europe: 
a practical guide for the automobilist touring contin- 
ental Europe. N.Y. McBride, 1913. I99p. illus. 

Wellbye, Reginald. Road-faring handbook: a complete 
manual to inexpensive motor touring: and concise guide 
to the touring districts of the British Isles; new and 
enl. ed. Lond. Larby, 1916. lOop. 

Road touring in central England. Lond. Larby, 19 14. 

98p. (Roadfaring guides, v. 2). 

Road touring in western England: a guide for motor- 
ists, motor-cyclists, and cyclists. Lond. Larby, 19 15. 
(Roadfaring guides). 

Roadfaring handbook to inexpensive motor touring. 

Lond. Larby, 1915. 39p. 

Wilson, A. J., ed. Motor trips at a glance in England, 
Wales, Scotland, Ireland, and France. Lond. A. J. Wil- 
son, 191 1. 4i2p. illus. 

Route books. See Road guides. 

Rules. See Laws and regulations. 

Salesmanship 

Button, A. I., ed. How to sell an Overland: a collec- 
tion of strong and effective selling points for the benefit 
of dealers selling Overland automobiles, used success- 
fully by some of the best motor-car salesmen in Amer- 
ica; ed. by A. I. Button. Toledo, O., Pub. for Over- 
land dealers only by the Willys-Overland company 
[C1910]. i44p. illus. $2.00. 

* Newmark, Jacob Harmon. Automobile salesmanship. De- 
troit, Automobile pub. co. 1915. I2ip. 

Paxson, C. B. How to sell automobiles. Cleveland, Hip- 
podrome pub. CO. 1916. 

Springs. See Chassis. 

Starting. See Ignition, starting and lighting. 

Tcxt-books. See Handbooks, manuals, etc. 

Tests 

Jeffery, Thomas B., & company, Kenosha, Wis. A little 
history, or a test of endurance. Compliments of Thomas 
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B. Jeffery & company, Kenosha, Wisconsin. [Chicago, 

Printed by Fine arts press, 1904I. 32p. illus. 

An account of the record of "Ramoier no. 18" in the run from 
Weehawken, N. J., to Pittsburgh, Pa., in the endurance test for 
automobiles, promoted by the National association of automobile 
manufacturers, October 7th to 15th, 1903. 

Motor vehicles for heavy traffic; trials, 24-27 May, 1898, 
by the Liverpool Centre; judges report; ed. by C. S. 
Smith. Liverpool, Winstanley and Watkins, 1898. I26p. 

Speer, Victor. A tale of triumph, by Victor Speer. Compli- 
ments of the George N. Pierce co., Buffalo, N.Y. [Buf- 
falo, N.Y., The Matthews-Northrup works, 1904]. [22] p. 

illus. 

An account of the records of "Pierce Stanhope/' "Pierce Arrow" 
car and "Pierce Arrow" pilot car, in the run from Weehawken, 
N. J., to Pittsburch, Pa., in the endurance test for automobiles, 
promoted by the National association of automobile manufacturers, 
October 7th to xsth, 1903. 

Tires. See Wheels, tires, etc. 
Touring guides. See Road guides. 

Tractors^ 

* Casson, Herbert Newton. Horse, truck and tractor; the 
coming of cheaper power for city and farm, by Herbert 
N. Casson. Rollin W. Hutchinson, jr., L. W. Ellis. Chi- 
cago, F. G. Browne & co., 1913. xii,2oop, front., plates. 
$1.50. 

Farming by motor: all about farm tractors and motor 
ploughing. Lond. Temple press, 1917. 95p. 

Manly, Harold Phillips. Ford motor car and truck and 
tractor attachments. Chic. Drake, 19 17. 300p. illus. 

Pag^, Victor Wilfred. Modern gas tractor: its construction, 
utility, operation and repair. N.Y. Henley, 1913. 47Sp. 
illus. D.P. 

Modern gas tractor; its construction, utility, operation 

and repair. N.Y. Henley, 1914. 480P. illus. 

Traffic rules. See Laws and regulations. 

Transmission. See Chassis. 

Treatises. See Handbooks, manuals, etc. 

War. See Military use. 

Wbeels, Tires, Etc. 

Engineering standards committee, London. Report on 
British standard pneumatic tyre rims for automobiles, 
motor cycles and cycles. Leslie S. Robertson, secretary. 
London, Pub. for the Committee by C. Lockwood & 
son, 191 5. 
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Report on British standard solid tyre rim diameters 

for automobiles; Leslie S. Robertson, secretary. Lond. 
Pub. for the committee by Lockwood, 191 5. 8 numb. 
I F (Report no. 71). 

Hibner, Ole. Pneumatic automobile tires; a practical trea- 
tise on their construction, use and care, with tables and 
illustrations, by Ole Hibner. Omaha, Neb., The Auto- 
mobile press [C1909]. 46p. illus. 

Kastner, William Primus. Valuable hints on the care of 
automobile tires, by William P. Kastner. Chicag^o 
[Printed by the Illinois post card co., C1909]. 78p. 

Lewis, Walter Scott, and Chary, C. J. Standardization of 
automobile tire fabric testing. Wash. Govt. pr. off. 1916. 
i8p. illus. (U. S. Bureau of standards technologic 
papers, no. 68). 

Motorists' hand book on vulcanising and the care of tyres. 
Lond. Larby, 1916. 56p. 

Year-books 

L'Annual, manuel general de Tindustrie automobile. Ouv- 
rage annuel renfermant, par ordre alphabetique et par 
classes, les addresses des industriels et des commer- 
gants de Tautomobile, frangais et etrangers, Texplica- 
tion des expressions et des termes techniques, les 
resultats des principales epreuves sportives, les nou- 
veautes de Tannee, etc. Automobilisme — nautique — 
aeronautique. Paris, H. Baudry. 

Includes biographical sketches of men engaffed in technical lines 
allied with the automobile industry. 

The Autocar imperial year book 191 3-. London, Iliffe & 
sons, limited, 1913- 

The Automobile engineer year book. London, The Auto- 
mobile engineer publishing co., ltd. [19 

International motor cyclopaedia year book. New York, 
E. E. Schwarzkopf [C1908- 

Jahrbuch der automobil-und motorboot-industrie; im auft- 
rage des kaiserlichen automobil-clubs. Berlin, Boll, 
1904- Pitts. 

Lee*s American automobile manual. Ed. by Alfred B. 

Chambers. Chicago, Laird & Lee [1900 

Title varies: ipoo-1901, Lee's American automobile annual. 
1902- Lee's American automobile manual. 

Motor car red book, 1916; ed. by W. C. Bersey and W. V. 
Foucard. Lond. Technical pub. co. 1916. 228p. 

Motor transport year book and directory, 1916. Lond. Elec- 
trical press, 1916. 3i6p. 

Motor transport year book and directory, 191 7. Lond. 
Electrical press, 19 17. 385P. 
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The Motor year-book. London, Methuen & co., 1905- 

The Motoring annual and motorist's year book (illus- 
trated). An encyclopaedia of the year's automobilism, 
including: world's motor records, world's automobile 
clubs, speed and other tables, etc., etc. London, Motor- 
ing illustrated. 

1909 year book (motor cyclopaedia). New York, Auto- 
mobile topics, inc. [C1909]. 643,ii2,3o6p. illus. 

Vehicle year book automobiles, carriages, wagons. Phila- 
delphia, Pa., Ware bros. company. 
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